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Chapter 1 by Jack B 


The rain pounded down outside the window. 


Chapter 2 by - (F 


My head spun and my vision blurred. 


Chapter 3 by - (fF 


My heart pounded and my spine tingled. 


Write a draft for chapter 4 of 8 (1 draft) 
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